nglish Medieval  (Gothic)  style is illustrated by the old Cotswold
above which was imported and rebuilt at Dearborn, Michigan.
yr Edison Institute.

d New England Colonial house below is derived from the English
an.    Notice that it has a gable roof and is built of \vood.    The
has a fine symmetrical design with an interesting doorway.
y Richard Koch.

The English Georgian (Renaissance) house above stands in the Close
Salisbury. It has fine symmetry and proportion. Courtesy Library ot
Congress.

The Southern Colonial type is exemplified by Westover, a famous planta-
tion house in Virginia. The two wings are omitted here. The Southern
Colonial style below is much like the English Georgian pictured above,

